Notice No.6 


Rules and Regulations for the 
Classification of Ships, July 2016 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that paragraphs, Tables and Figures are not shown in their entirety. This Corrigenda Notice shows 
amendments only. 


Issue date: February 2017 


Amendments to Effective date 
Part 4, Chapter 1, Section 6 Corrigenda 
2 Lloyd's Working together 
Register for a safer world 


Part 4, Chapter 1 
General Cargo Ships 


= Section 6 
Shell envelope framing 
6.4 Primary supporting structure 


(Part only shown) 
Table 1.6.1(a) Shell framing (longitudinal) 


Location Modulus, in cm* 


Symbols 


60 60 


eck Cı = ——————_ at deck 
=T65F 225 —-165Fp 


Dyc te Doc 


p TR D. U 
for side longitudinals below a and bottom longitudinals 


5 + 20he | 25D, — 20h; 
Minimum F; = 0,14 


hg 
D, -T 


F,, in metres, for longitudinals above the waterline, at draught T, where Cw £ - isnette be takertess than-O,7 is not to 


be taken less than á m for Type ‘B-60’ ships and the greater of or 1,20 m for Type ‘B’ ships 


D D 
hy, need not exceed 0,86 (n + 2) for F, < 0,14 and [n + 2) for F, > 0,14 


hy2 = (T + 0,5Cy)F, in metres for bottom longitudinals but need not be taken greater than 4,27 1,27 


(Part only shown) 
Table 1.6.2(b) Shell framing (longitudinal) 


Location Modulus, in cm* 
Symbols 


60 60 


k Cı = —————— at deck 
=165F 225 —165Fp 


C,= 


Giintermediate C, intermediate values by interpolation 


Dc g Doc, 


i or D EA 
for side longitudinals below —> and bottom longitudinals 


3 +20, 25D, + 20h; 
Minimum F, = 0,14 


: ra D, 
forsidetongitudinals below —— 
2 
Where 


hz = h4 — 0,25T, in metres at the base line 
= h, in metres, at and above 7/4 from the base line 
intermediate values by linear interpolation 
h, = load head required byPt4 Ch 4-9-4 by Pt 4, Ch 1, 9.1 for deep tanks 
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